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9) MAXIMUM OPERATING PRESSURE 120 PSI 


MATERIAL 300 SERIES STAINLESS STEEL 


SPECIFICATION CONTROL DRAWING 


8) MAXIMUM OPERATING TEMPERATURE 500 F 


PA1 


AJS 


PRELIMINARY A1 


10) END FITTING REQUIREMENTS: FEMALE, 3/4, 37 


BY 


JIC FITTING (THREAD 1-1/16 UN), WITH LOCKWIRE HOLES 


NOTES: 


1) MATERIAL: TBA 
2) FINISH: PART WILL BE OPERATING IN A FIRE ZONE (ENGINE COMPARTMENT) HOSE MUST BE FINISHED IN A 
FIRE RETARDANT MATERIAL. 
3) TOLERANCES: TBA 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: TBA 
7) WEIGHT: TBA 
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